PARK VIEW HOSPITAL 

ROCKY MOUNT, N. C. 

A non-profit, general Hospital, 120 beds 
Opened to the public in 1914 


Approved by the American College of Surgeons 


Member American Hospital Association 
and N. C. Hospital Association 


School of Nursing accredited by N. C. 
State Board of Nurse Examiners 
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